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Message Text 


CONFIDENTIAL 

PAGE 01 VIENNA 02312 181143Z 
44-40 

ACTION PM-03 

INFO OCT-01 EUR-08 ISO-OO H-03 SS-07 NSC-06 ACDA-05 /033 W 

099609 

R 180735Z MAR 75 
FM AMEMBASSY VIENNA 
TO SECSTATE WASHDC 5129 
SECDEF WASHDC 
INFO AMEMBASSY BONN 
AMEMBASSY BRUSSELS 
USMISSION NATO 

CONFIDENTIAL VIENNA 2312 

E.O. 11652: GDS 
TAGS: OREP, XG, AU 

SUBJECT: CONGRESSIONAL VISIT TO EUROPE 
REF: STATE 055188, 057872 

1. EMBASSY AND MBFR MISSION IN VIENNA WELCOME PROPOSED 
CONGRESSIONAL VISIT. IN VIEW OF ITS BREVITY AND FOCUS 

ON MBFR, CONTACT WITH AUSTRIAN OFFICIALS WILL BE 
MINIMAL. PROTOCOL WILL RESTRICT PUBLIC PARTICIPATION 
OF NEW US AMBASSADOR TO AUSTRIA SINCE VISIT WILL OCCUR 
BEFORE HE HAS PRESENTED CREDENTIALS. 

2. CONTROL OFFICER IS RICHARD C. CLARKE OF MBFR 
DELEGATION; EMBASSY CONTACT OFFICER IS FSO GEORGE 
ANDERSON. MOWINCKEL 
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